AMENDMENT NO. 3 JANUARY 2016 
TO 
IS 2556 (PART 4) : 2004 VITEROUS SANITARY 
APPLICANCES (VITEROUS CHINA) — SPECIFICATION 


PART 4 SPECIFIC REQUIREMENTS OF WASH BASINS 
(Fourth Revision) 
(Page 4, Table 5) — Substitute the following for the existing table: 
Table 5 Dimensions of Waste Outlet Hole 


(Clause 5.2.4) 
All dimensions in millimetres. 


Sl Description Ref in Fig.5 Dimensions 
No. 
(1) (2) (3) (4) 
i) Diameter of waste outlet opening d; 42 
46 
-3 
ii) | Maximum diameter at the bevelled portion of ds 75, Max 


the waste outlet opening 


iii) | Outside diameter of the seating face of the 60, Min 
waste outlet opening de 
iv) Depth of outlet for wash basin h 45, Min 
50, Max 
v) Depth of overflow slot for waste outlet hole hy 40, Min 
with integral overflow 45, Max 
vi) Vertical distance between the tap platform and P 250, Max 


the lower plane of the waste outlet hole 
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